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SUBJECT: Report on Estimating/Provisional Billing Rates 
The Perkin-Elmer Corporation 
Norwalk ,, Conn. 


TO : Contracting Officer 

KEF ■ 10 April 64 OSA-1895-64 $1257 Audit Report 


The estimating and provisional billing rates for fiscal year 
1964 per reference are corrected to the rates as follows: 

Provisional 


Estimating Billing 

Engineering * $4.85 $4.80 

Manufacturing * 4.04 4.00 

Quality Control * 2.91 2.85 

G&A ** 21.0$ 21.0$ 


* Per direct labor hour 
** applied to total prime costs. 



W. E. Edwards / 

Auditor General Representative 


(APL) 
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